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FM AMEMBASSY BUENOS AIRES 
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CONFIDENTIAL BUENOS AIRES 3656 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJ: FAILURE OF CCTV SYSTEM 

REF: A. RIO 1611 
B. BA 3473 

1. SUGGESTIONS AS MADE IN REF B CARRIED OUT WITH RESPECT 

TO MONITORS. BOTH MONITORS APPEAR TO BE FUNCTIONING PROPERLY. 
ZOOM LENS AND PAN TILT CONTROL UNIT CONTINUOUSLY BLOWS FUSE 
PROTECTING MAIN AC SUPPLY. 

2. RSO DOES NOT HAVE TIME NOR NECESSARY EQUIPMENT TO PRO- 
VIDE MAINTENANCE SERVICES TO INSTALL TECHNICAL SURVEILLANCE 
SYSTEMS. THIS PARTICULAR SYSTEM IS NOT OPERATIVE AND PROVIDES 
ROOFTOP SURVEILLANCE FOR THE EMBASSY. WE ARE ALSO ENCOUNTERING 
PROBLEMS WITH THE PAN TILT UNITS BEING UNABLE TO ELEVATE 

OR DEPRESS AFTER THEY HAVE REACHED A CRITICAL POINT. 

THIS REQUIRES AN MSG TO GO TO THE ROOF OF THE BUILDING AND 
PHYSICALLY MOVE THE UNIT WHILE A SECOND MSG IS OPERATING 
THE CONTROL AT POST ONE. THIS PROBLEM MAY BE DUE TO THE 
POSITION OF IR LIGHTS. IT IS REQUESTED THAT A TECHNICAL 
OFFICER VISIT THIS POST AS SOON AS POSSIBLE AND MAKE THE 
NECESSARY CORRECTIONS AND REPAIRS IN THE SYSTEMS. 
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